University of Massachusetts - Amherst 

Chemical Storage Assessment Report 

inspection date: 12/07/2011, time: Tech: Fugere Alesia 

Site: EH&S/117 Draper Hall 

Building: Morrill Science Center Section I 

Department: Public Health 

Principal Investigator: Hanchett 

Safety Officer: 

Room: N243 Location: Entire Area 

Score: 100% Rating: Good 

Follow-up Status: Hone 
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Answer 


Bottles are bar-coded Yes, 

Bottles are labeled properly Yes. 

Containers are in good condition Y>>S, 

Chemicals stored appropriately and by compatibility Yes. 

Hazardous liquids are stored below eye level Yes. 

Liquid Nitrogen/Cryogenics present N/A 

Acid/Base bath in use N/A 

Peroxide formers are dated Yes, 


Comments: 


Follow-up: 


3 Triumvirate Environmental Advise System. 
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